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III.  The licensee shall be entitled to demand from the Board, and
the Board shall, except where prevented by causes beyond its control,
be under obligation to supply to the licensee, a maximum number of
kilowatts in each year not exceeding, without the consent of the
Board,   the  maximum  number  of  kilowatts   declared   under   this
Schedule in respect of that year.

IV.  The point at which the electricity to be supplied under this
Schedule shall be delivered to the licensee shall, unless otherwise

'agreed between the Board and the licensee, be at the licensee's
generating station, and the pressure of supply shall be such as may
be agreed between the Board and the licensee.

V.  The Board shall bear the whole of the cost of the service
apparatus required for making the supply under this Schedule avail-
able to the licensee.

VI.  The price to be paid by the licensee to the Board in respect
of each year for electricity supplied under this Schedule shall be the
Grid Tariff.

THE THIRD SCHEDULE
(See section 36)

Closing down of generating stations other than controlled

stations

I.  Where the Board proposes under section 36 permanently to
close down a generating station other than a controlled station, it
shall give the licensee owning the station not less than six months'
notice in writing expiring at the end of any year of account that
from the first day of the next succeeding year of account (hereafter
in this Schedule referred to as the date of closing down) the station
shall be permanently closed down.

II. From the date of closing down the Board shall be under obliga-
tion to supply to the licensee, except, where prevented by causes
beyond its control, and the licensee shall be under obligation to take
from the Board, the whole of the electricity required by the licensee
for the purposes of his undertaking, except such quantity of electricity
as the licensee may for the time being be entitled under paragraph
III to purchase from a source other than the Board or as he may be
generating in another station, not being a controlled station.

HI. Unless otherwise agreed between the Board and the licensee,
the licensee shall not, where he has received a notice under paragraph
I, purchase after the date of closing down any quantity of electricity
from a source other than the Board:

Provided -that where on the date of the receipt of such notice the
licensee is bound under any contract to purchase any quantity of
electricity from some other source, he may, for a period not exceed-
ing two years after the date of closing down or for such further
period, if any, as the Board may allow, continue to purchase elec-
tricity under the said contract from such other source.